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THE GAZETTE OF INDIA EXTRAORDINARY 


[Past JI-Sec. S <U) J 
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to 1787 of sub-section (ii) of section 3 of Part II of the Gazette of India, Extra¬ 
ordinary, dated the 5th December, 1967 at page 1787 in the last line for "accidental 
shower for one minute” read "sudden monsoon shower for five minutes”. 

[No. 60(14)Exp.Insp /67.] 

A. C. BANERJEE, Jt. Secy. 
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